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9UBJ1CT: SrlUlng ConittM HMtine on 6 JSiXy 


1. A OrtIjiBS Camdtt — W— ting m» h >ld tMs 4«t« to 41 miw« paro«rMS 


hole drl 



CO, dloc Mi— d the mric tte 
hoe iMMm doias with tdareelm portieOe drllXiJig of 
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dlaMtar holes* OOiag reJUKfeleek— 11 pertlelM of siUeeB OHCblde and oith 
cnly 20 Ih/sq In air pveaaura rafeaa of 2-3 iBchoa/ata hatva haan Obtained 
in aactlona. Cocvdlnatlon bataean CO and 80 rapordins thi s type 
AHintMt i rtii haecnw anra ia^ortant now In sa wich aa 8BOL ssid 
axa also InvMtiaidlBg sbraaias partisla drilllBf . 
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2. Flssw cutting was r s vlw sad and indioatieBM to data that 
cutting mu pr er e to be a psactical sgproadi have not haan too 


25 

25 


3. Work on the pips pnahar was disenaaad hy 
cosq^lata the dsaalopant by 1 Aaptst 1996* 


will 


t. Mo dificati^ to tbs drilling aqpiipBM&t dmonstratad in May 
illsniassd hy^ Attsapta to li^rtan tim walO A ot the po wer unit 


and to aliolBats tam flaalhle shaft are u ndsia ay «t 


lo aaaet 


data for ths oangilstion at thaaa Bodifloatlona has imm aatdhliahad* 
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Zdstrlbaticsi} 

1 - 10-131 

1 - C/fOB/M 
I - c/rai/m 
1 - c/no/co 
1 -c/faa/An 
1- c/ns/ssL 
1 - C/TSB/iM 
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